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16 August 1976 


Ms. Jane P. Solak 
M/FSI/FAIS 
Room 1103 
Building S-A3 
Department of State 
Washington, D. C. 20520 

Dear Ms. Solak: 


Per your request to 


attached is a biographic profile on 
Mr. E. H. Knoche, Deputy Director of 
Central Intelligence. 

Very truly yours, 


secretary, uuu„± 
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